MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  9  Township:  9  North  Range:  2  West  Corner  ID:  Rich  K-05 

Monument  Description  &  Remarks:  Limestone  post,  height;  5.55ft,  length;  1.04ft,  width;  0.80, 
found.  Survey  Sign  5ft  A.G.  at  Pt.  (C). 

References  On  File:  Orwic  Alexander  Johnson  survey,  Ridge  Springs  (1987);  Raymond  Graham 
survey,  Job  Number:  00-30  (2000);  on  file  in  surveyor's  office. 
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A  -  Limestone  Post. 

B  -  S  55°  E  12.29'  to  Broken 
Limestone  Post. 

C  -  S  23°  E  16.00'  to  MAG  nail 
in  Survey  Sign  on  13"  PWP. 

D  -  N  87°  W  25.05'  to  5/8" 
"GRAHAM"  Rebar  8"  B.G. 


Not  To  Scale 


Compass  Bearing  Magnetic  North 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  certify  that  this  document  was  prepared  under  my 
direction  in  accordance  with  the  provisions  of  section  36-2-12-1 1  of  Code;  and  the  above  data 

is  given  under  my  hand  and  seal  thisu0th  day  of  January,  2006. 
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Administered  by  the  Monroe  County  Surveyor  Review  Board 
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